G-C SPRING WINDER 

On the “Speedex Spring Winder,” any 
type of spring of any number of coils 
and of any pitch desired, can be turned 
out. Uses any size wire and forms any 



diameter spring; both compression and 
extension springs are possible. The 
winder fastens to any bench, and a sim¬ 
ple screw adjustment varies the pitch 
instantly. $14.95. General Cement Mfg. 
Co., 919 Taylor Ave., Rockford, Ill. — 
TECHNICIAN (Ask for No. 6-46) 
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